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INTRODUCTION 



T - "esto Recording Corporation manufac- 
---== two distinct classes of equipment. One is 
r'=3 ~or professional users such as phono- 
- —cord manufacturers, commercial tran- 
:* cn studios, and broadcasting stations. This 
: - - c ~ £n ‘f, described on the white pages of this 
: 5*2 eg '5 designed to produce the finest instan- 
- : - 3 recordings possible in the present state 
c 5 art. 

'e second class of equipment, designated as 
T — ~~ercial and educational line, is described 
: e buff colored pages and is designed to 

: - cc-ce recordings of the best quality, consistent 
~ — 2 reasonable cost to the purchaser. The latter 
f ' : 0Tr equipment is used mainly by broadcast- 

*g srations, schools and colleges, advertising 
agencies, industrial organizations, the smaller 
'ecording studios, orchestra leaders, and individ- 
-- actors and musicians. 

*e professional equipment is sold to the user 
"tjgh an organization of direct factory repre- 
:e--a*lves covering the entire United States. 



These factory representatives, having from two 
to four years experience in the operation and 
uses of Presto equipment, are thoroughly quali- 
fied to advise purchasers on the technicalities of 
recording and the application of recording equip- 
ment in its many fields of usefulness. 

The commercial equipment as well as blank 
discs and needles are sold through a group of 
sound equipment distributors located in principal 
cities. 

Distribution in foreign countries is handled by 
agents appointed by the Export Division. Each 
of these agents is supplied with up-to-date infor- 
mation on Presto equipment and is capable of 
giving technical advice on its operation. 

All requests for special information or advice 
should be sent either to the factory representa- 
tives or directly to the Engineering Department 
at the factory. Prices shown in the catalog apply 
to domestic purchases only and will be higher in 
foreign countries to cover transportation, duties 
and taxes. 



How to Order 

All equipment should be ordered by type 
-~oer or code word. In ordering, kindly give 
particular attention to the footnotes indicating 
*urther information required in addition to the 
*.pe number. Complete recorders are desig- 
nated by a letter followed by a numeral. Where 
- same fundamental model is furnished in sev- 
ere different forms, the change is indicated by 
-s numeral, as Y-2, Y-4, etc. Component parts 
a-o accessories are designated by a numeral 
*° l ° | we d by a letter. The numeral indicates the 
-"oamental type and the following letter indi- 
ca-es improvements, additions or changes, as 
a5-4 85-B, 85-E, etc. 

For detailed description of component parts 
- equipment refer to ' Index of type numbers". 



Telegraph and Cable Orders 

Our office is equipped with a Western Union 
teletype printer for prompt handling of orders 
and messages. For quick service, address Presto 
Recording Corporation, WX, New York. Use 
code words to save expense in telegraphing 
orders. 



Shipping Instructions 

On all orders, the method of transportation 
should be specified. In the absence of this infor- 
mation, we will ship by Railway Express. All prices 
are F.O.B., New York, N. Y., and include domestic 
packing charges. 



Prinlcd in U.S.A. 



Terms 



Guarantee 



Net thirty days if satisfactory credit informa- 
tion accompanies order. Shipments are otherwise 
made C.O.D. Remittances should be made pay- 
able at par in New York funds. 

Prices 

Subject to change without notice. Unless 
otherwise specified, formal quotations are open 
for acceptance within thirty days. 

Quantity Discounts 

Quantity discounts on discs are quoted only 
by authorized Presto distributors. No price quo- 
tations on discs are made directly from the 
factory. 

Specifications 

We reserve the right to change specifications 
of any equipment without assuming any obliga- 
tion to include the new features or improvements 
in instruments previously sold. 



The Presto Recording Corporation guaran- 
tees to repair or replace, without charge, any 
equipment or part thereof which shows a defect 
due to workmanship or materials within ninety 
days after the date of sale. To obtain free service 
or replacements under this guarantee, the equip- 
ment or part must be returned, transportation 
prepaid, either to the Presto factory or to the 
distributor from whom it was purchased. 

Returns and Replacements 

Before returning instruments for repair or 
service, kindly ask our Service Department for 
shipping instructions and return authorization 
forms. We cannot assume responsibility for any 
charges incurred in returning equipment without 
our authorization. When ordering replacement 
parts, give the type and serial number of the 
equipment for which the part is required together 
with the exact date of purchase and the name 
of the agent or distributor from whom the equip- 
ment was purchased. 
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160-A and 160-B automatic equalizer 1023-A 

170-A and I 70-B vertical damper. 1026-A 



Page 

I 7 l-A vertical damper 1026-A 

I 75-A telephone pickup coil 1032-A 

200-A amplifier system I00I-2-A 

200-B amplifier system 1003-4-A 

220-A grommets, motor mounting, set 1026-A 

230- A, 230-B, 230-C, and 230-D motor pulley 1026-A 

23 1 - A motor pulley 1026-A 

300-A recording equipment. 1032-A 

306-A, 308-A, 310-A 312-A and 316-A 

orange seal discs 1035-A 

320-A sapphire cutting needle 1035-A 

330-A stellite cutting needle 1036-A 

340-A prestalloy cutting needle 1036-A 

350-A and 350-B steel cutting needles 1036-A 

400-A blower system 1 02 7- A 

406-A blue label discs 1035-A 

408-A blue label discs 1035-A 

410-A bue label discs 1035-A 

420-A sapphire playing needle 1036-A 

430-A transcription playing needle 1036-A 

440-A and 440-B red shank playing needles 1036-A 

450-A two ounce can disclube 1036-A 

50 1 - A scratch filter 1022-A 

502- A screwdriver 1020-A 

503- A spirit level 1020-A 

505-A transformer 1020-A 

60 1 -A diamond needle 1034-A 



603- A short cutting needles (duralumin shank) 1034-A 

604- A long cutting needles (duralumin shank) 1034-A 
606- A, 608-A, 610-A, 61 l-A, 612-A, 613-A 



and 616-A Green Seal discs 1034-A 

62 1 -A, 623-A and 627-A Master discs .1034-A 

63 I -A pint Disclube 1034-A 
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PRESTO MODEL “A” RECORDER 



-r model A recorder is composed of the 
I - -est grade of equipment throughout. Proof 
-* ,rs exceptional performance is the fact that 
* is used extensively by all three of the major 
c'cadcasting networks as well as the largest 
c-cnograph record manufacturers and com- 
-ercial transcription studios. It makes lateral re- 
cordings that reproduce the widest frequency 



, S ? ard ,Sr en ! : , ldudeS one 28 ’ A turntable unit 
and one 200-A amplifier unit. 

i n - 28-A turntable unit is composed of two 8-A record- 
mg turntables mounted in a 92-A table equipped with 
86-A controj panel. The 200-A amplifier unit contains 
one 50-B radio tuner, two 85-B recording amplifiers, three 
pre-amplifiers, one 130-B mixing panel, one 42-A 
o^cnmg panel and associated power supplies mounted 
= no wired ,n a 68" fully enclosed relay rack. Accessories 
required for the operation of this recorder include micro- 
phones, discs and needles.) 

Frequency Response: Amplifiers, 30 to 15,000 cycles- 
cu^ng heads, 50 to 8,000 cycles; response in above 



range with the lowest background noise leve 
possible to obtain under practical operatinc 
conditions. 

The model A equipment forms two complete re- 
cording channels capable of recording continu- 
ously, recoding two different 15 minutes tran- 
scriptions simultaneously or making two duplicate 
transcriptions of the same 15 minute program. 



X™ t^S th ; n cL db - Picl “ p! - for checli " 9 ^ 

Noise Level: Total of all electrical and mechanical nois 
originating ,n equipment over 50 db below maximu 
usetul sound level reproduced from the recordings. 

Impedances: Inputs to pre-amplifiers 50/200/5C 

ohms. Input and output impedances of recording amp 
tiers 500 Cutters and pickups, 500 ohms. Rad 
tuner output, 500 ohms. 

Gain: Pre-amplifiers, 55 db. Recording amplifiers, 90 dl 

Band paSS ^ RF type ' +unin 9 ran 9 e 500 f 
1/50 kc. Average output level 0 db. Selectivity at I 0C 
kc., minus 5 db at 18 kc. limits. 
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Power Output: Recording amplifiers, 10 watts. 

Tube Complement: Pre-amplifiers, 2 type 1221. Record- 
ing amplifiers 1st stage 2 type 1221: 2nd stage 2 type 
6-C-5-G; 3rd stage 2 type 2A3's P.P.: rectifier type 5Z3. 
Radio tuner 1st R-6-D-6: 2nd R-6-D-6: 3rd R-6-D-6; D 
type 76: A type 76: AVC-76. Radio tuner receives plate 
power from recording amplifier chassis. 

Controls: The 86-A control panel contains a volume in- 
dicator meter, switches for changing cutters and pickups, 
a selector switch for changing the peak frequency of the 
equalizer, a selector switch for connecting the cutting 
heads to two separate lines or in parallel on a single line 
or alternately on a single line and a volume control. 
Amplifier controls include the radio tuner dial, power 
switch and volume control: selector switch for connecting 
the amplifiers to play or record from the radio, playback 
records, record from the microphone or operate as public 
address system. Separate volume controls and volume 
indicator meters are supplied on each amplifier and three 
mixer controls on the outputs of the pre-amplifiers. 

The 42-A patching panel contains 24 double jacks for 
connections to various program lines. Connections for the 
turntables, microphones and power leads are brought out 
at the right side of the rack. 

Microscope. Magnification, 40 power, equipped with ex- 
tension arm and light. Field in focus, 7 grooves. 

Cutting Pitch: Standard feedscrews cut 1 12 lines an inch, 
inside-out. Feedscrews for 96 or 120 lines an inch inside 
out, or outside-in substituted at purchaser’s request. 
Speed Accuracy: Within .4% at both 78 and 33*/j RPM. 
Regulation within a single revolution is accurate to .2%. 
Power Requirements: Standard equipment draws 500 
watts on a 110 volt, 60 cycle line. Available for other 
voltages and frequencies without additional charge. 

Operating Clearances: Overall clearance required for 
28-A turntable unit: L-64" X D-32" X H-53" (163 X 81 
X 135 cm.) The 92-A table mounts the turntables 44 
(112 cm) above the floor level for operating from a stand- 
ing position. Amplifier dimensions are W-23" X D- 1 6' ' X 
H-68" (58 X 41 X 173 cm.). 

Finish: The 92-A table is finished in smooth gray enamel, 
all metal parts in gray crackle enamel with chromium 
trim. 

Shipping Dimensions and Weights: The complete model 
A recorder is packed for shipment in six cases. No's I 
and 2 contain the cutting mechanisms. Each measures 
26" x 19" x 15" (66 x 48 x 38 cm.) and weighs 20 lbs. 
(9 kg.) No. 3 contains the top of the 92-A table and the 
turntable chasses, measures 57" x 36" x 20" (145 x 91 x 
51 cm.) and weighs 190 lbs. (86 kg.) No. 4 contains the 
table legs and hardware measures 33" x II" x II" (84 
x 28 x 28 cm.) weighs 40 lbs. (18 kg.) No. 5 contains the 



TYPE 200-A AMPLIFIER UNIT 

microscopes, pickup heads and idler wheels, measures 
16" x 16" x 12" (41 x 41 x 31 cm.) weighs 15 lbs. (7 kg.). 
No. 6 contains the amplifier unit, measures 22" x 20" x 
74" (56 x 51 x 188 cm.) and weighs 90 lbs. (41 kg,). 



TYPE 


DESCRIPTION 


PRICE 


CODE 


28-A 


Turntable Unit 


$2,140.00 


AMORE 


200-A 


Amplifier Unit 


1,282.00 


AMANK 




PRESTO RECORDING CORPORATION 

NEW YORK, U. S. A. 



1002-A 






Presto Model "IT Recorder 



-E '.'ODEL B recorder includes two 1 6", dual 
:ceec r ecording turntables and a single ampli- 

• cra-nel suitable for recording continuously 
-ecc'as up to the 1 7 'A" master size or for re- 
z'z ~o complete 15 minute programs. 

r 26-B tuntable equipment is lighter in con- 
_c*!on and not as versatile as the 28-A unit 

• is capable of making recordings that are 

. acceptable for all practical uses. The 
: es are equipped with the necessary facilities 
making commercial recordings including auto- 



matic equalizers, vibration dampers, spiralling 
feed scews and time scales. 

The 200-B amplifier system is similar in appear- 
ance to the 2 00- A system. Space is available to 
install the additional equipment included with the 
200-A system if desired. 

The model B recorder is recommended to stations 
and studios that wish to make recordings of pro- 
fessional quality with a minimum investment in 
equipment. 



Standard Equipment: The model B recorder consists of 
one 26-B turntable unit and one 200-B amplifier unit. 

The 26-B turntable unit contains one 6-E and one 6-F 
recording turntable mounted in a 92-A table equipped 
with 86-B control panel. The 200-B amplifier unit contains 
one 50-B radio tuner, one 85-B recording amplifier, two 
40- B preamplifiers, one 130-B mixing panel, one 42 -A 
patching panel and associated power supplies mounted 
and wired in a 68" fully enclosed relay rack. Accessories 
necessary to operate the equipment include microphones, 
discs and needles which must be ordered separately. 

Frequency Response: Amplifiers, 30 to 15,000 cycles: 
cutting head 50 to 8,000 cycles. Response in above ranges 



uniform within 2 db. Pickups, for checking purposes only, 
70 to 7,500 cycles. 

Noise Level: Total of all electrical and mechanical noise, 
originating in equipment, over 45 db below maximum use- 
ful sound level reproduced from the recordings . 

Speed Accuracy: Within .4% at both 78 and 33/3 RPM- 
Regulation within a single revolution accurate to .2%. 

Cutting Pitch: Standard feedscrews cut 112 lines an inch, 
inside-out. Feedscrews for 96 or 120 lines an inch inside- 
out or outside-in substituted at purchaser s request. 
Tube Complement: Pre-amplifier, two 1 22 1 's. Recording 
amplifier, 1st stage, two 1 22 1 s. 2nd stage two 6-C-5-G. 
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3rd stage, two 2A3's P.P. Rectifier, type 5Z3. Radio tuner, 
ls+-2nd and 3rd R.F. — 6D6; D, 1st A and AVC 76's. Power 
for the pre-amplifier and plate power for the 50-B radio 
tuner are furnished by the 85-B amplifier chassis. 

Impedances: Input to pre-amplifiers, 50/200/500 ohms. 
Input and output impedances of recording amplifier, 500 
ohms. Impedance of cutters and pickups, 500 ohms. Radio 
tuner, 500 ohms. 

Sain: Pre-amplifiers, 55 db. recording amplifier 90 db. 

Power Output: Recording amplifier 10 watts. 

Radio Tuner: Band-pass TRF type, tuning range 500 to 
I 750 kc., average output level 0 db. 

Controls: The 86-B control panel contains a volume indi- 
cator meter, switches transferring the amplifier and auto- 
matic equalizer to either cutter and pickup for continuous 
recording or re-recording, a selector switch for changing 
the peak frequency of the equalizer and a volume control. 
Other controls include radio tuner dial, power switch and 
volume control, recording amplifier volume control, selec- 
tor switch for connecting the amplifier to play or record 
from the radio, playback records, record from the micro- 
phones or operate as a public address system and two 
mixer controls on the outputs of the pre-amplifiers. The 
42-A patching panel contains 24 double jacks. Connec- 
tions for the turntables, microphones and power leads are 
brought out at the right side of the rack. 

Power Requirements: Standard equipment draws 180 
watts on a 110 volt, 60 cycle line. Available for. 220/240 
volts, 50 or 60 cycles (nof both) at no additional cost. 

Operating Clearances: Overall clearance required tor 
operating the 26-B turntable are L-52" x D-32" x H-50''. 
(132x81x127 cm.) The 92-A table mounts the turntables 
44" (112 cm.) above the floor level for operating from 
a standing position. 

Amplifier dimensions are W-23" x D-16" x H-68". (58 x 
41x173 cm.) 

Finish: The 92-A table is finished in gray enamel. All metal 
parts are finished in gray crackle enamel with chromium 
trim. 

Shipping Dimensions & Weight: The complete model B 
recorder is packed for shipment in 3 cases and I carton. 
No. I contains the top of the 92-A table and the turn- 
table chassis, measures 67"x39"xl9" (170x99x48 cm.) and 
weighs 165 lbs. (74 kg.). No 2 contains the table legs and 
hardware, measures Il"xll"x32" (28x28x81 cm.) and 
weighs 40 lbs. (18 kg.). No. 3 (carton) contains the pickup 
heads and idler pulleys, measures I0"xl0"x7” (25x25x18 
cm.) weighs 15 lbs. (7 kg.). No. 4 case contains the ampli- 




TYPE 200-B AMPLIFIER UNIT 

fier unit, measures 29"x22"x74" (74x56x188 cm.) weighs 
90 lbs. (41 kg.). 



TYPE 


DESCRIPTION 


PRICE 


CODE 


26-B 

200-B 


Turntable unit. 
Amplifier unit 


$1,395.00 

938.00 


BEARE 

BISAP 



1 004 -A 
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PRESTO MODE 




l 




A ‘.'EDIUM priced recording installa- 
tion for radio stations that record 
"cur programs tor delayed broad- 
er:-; schools that record half and one 
‘ r - r educational programs and personal 
■erc'c ng studios that require facilities for 
caring records or re-recording 15 
~ '--e transcriptions on 78 RPM records 

SPECIFI 

Standard Equipment: The model F recorder con- 
: rts cr tv/o 75-A 16" recording turntables and 
a- 5 -C amplifier completely wired and mounted 
e 93-A table. 






that can be played in the home . . . 
Equipped with the highest quality Presto 
cutting heads and an amplifier designed 
especially for recording, the model F re- 
corder may be expected to make records 
comparable in quality to those made on 
the highest priced equipment. 

CATIONS 

The 16", dual speed turntables are equipped with 
Presto high fidelity cutting heads, vertical 
dampers, time scales and an underneath cutter 
feed mechanism that may be adjusted instantly 
to cut from outside-in or inside-out. 



Printed in U.S.A. 





The amplifier includes a two microphone mixer 
and high and low frequency equalizers which 
make it possible to produce recordings with ex- 
ceptionally low background noise. Accessories 
necessary to operate the recorder include micro- 
phones, loudspeaker, discs and needles which 
must be ordered separately. 

Frequency Response: Amplifier, adjusted for flat 
response, 30 to 10,000 cycles. Turned to the right 
the treble control produces a maximum peak of 
I 7 db. at 6,500 cycles. Turned to the left it acts 
as a scratch filter giving a maximum attenuation 
of 20 db. at 5,000 cycles. The bass control pro- 
duces a maximum peak of 20 db. at 80 cycles. 
Cutting head response 50 to 8000 cycles. Re- 
sponse in above ranges is uniform within 2 db. 
Pickups, for checking purpose only, 70 to 7500 
cycles. 

Noise Level: Total of all electrical and mechanical 
noise, originating in equipment, over 45 db below 
maximum useful sound level reproduced from the 
recordings. 

Tube Complement: First stage 2 type 6-S-J-7 s, 
second stage 6-N-7, third and fourth stages 
6-C-8-S's, power stage 2 A3's P.P. rectifier 
type 5Z3. 

Impedances: Microphone inputs 50, 200 or 500 
ohms as specified by purchaser. Line input jack 
500 ohms. Amplifier output 8 ohms. Cutter 8 
ohms. Pickup 500 ohms. 

Gain: Amplifier, adjusted for flat response, 

120 db. 

Power Output: Amplifier, 10 watts. 

Controls: Amplifier controls include two micro- 



phone input gain controls, playback volume con- 
trol and continuously variable treble and bass 
equalizer controls, a switch for changing instantly 
between cutting heads and pickups and a se- 
lector switch which connects the amplifier for 
recording, playback or public address operation. 
Amplifier panel also contains a volume indicator 
meter, telephone line input jack, monitor jack, 
two turntable receptacles, two microphone re- 
ceptacles and a power switch. 

Speed Accuracy: Within .4% at both 78 and 
33'/ 3 RPM. Regulation within a single revolution 
is accurate to .2%. 

Cutting Pitch: 112 lines an inch, inside-out or 
outside-in, permitting a full 15 minute recording 
on one side of a 16" disc. 

Power Requirements: Standard equipment draws 
250 watts on a 110 volt, 60 cycle line. Available 
for 220/240 volts or 50 cycles at no additional 
cost. 

Finish: The 93-A table and amplifier panel are 
finished in smooth gray enamel. Turntables are 
finished in gray crackle enamel with chromium 
trim. 

Operating Clearances: Overall clearances re- 
quired for operating recorder 67x19x52 (171x48 
x 1 32). The 93-A table mounts the turntables 33" 
(84 cm.) above the floor level suitable for opera- 
tion from a sitting position. Amplifier panel is 
hinged to move forward for tube replacement. 

Shipping Dimensions and Weight: The complete 
Model F recorder is packed for shipment in one 
case measuring 71x23x56" (181x59x143 cm.) 
weighing 300 lbs. (135 kg.). 



TYPE 


DESCRIPTION 


PRICE 


CODE 


F-l 


Complete recording installation 


$1,075.00 


FENCE 
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PRESTO MODEL "C” RECORDER 




T -= c-'ginal Presto portable recorder de- 
• erceo in 1936 and still giving dependable 
r :e -o hundreds of users. Now greatly im- 
: : ec n performance and operating conveni- 
f • :a *"e model C recorder is recommended for 
picture producers, industrial concerns, 
i s-ations and others that are required to 



make high quality recordings outside of the 
studio. Mounted in convenient carrying cases and 
equipped with connecting cables, it may be set 
up for operation in less than five minutes. Records 
continuously on records up to the I7 i / 4 " master 
size and re-records phonograph records or com- 
plete 15 minute transcriptions. 



SPECIFICATIONS 



S*a-dard Equipment: The model C-l recorder 
* : -css one 6-D recording turntable mounted in 
”e -- reinforced, leatherette carrying case, one 
::-r cortable recording amplifier with manual 
ec-a zer and one 40-A portable pre-amplifier. 
"■£ model C-2 recorder is identical except that 
* includes two 6-D recording turntables. Acces- 
sor. equipment which may be added to the 
~zce C recorder, if desired, includes: the 160-A 
r- 60-B automatic equalizer, the 1 5-spiralling 
-eeoscrew, the 20-B time scale and the 50-A 
-=e'z t jner . Accessories necessary to operate 
*ne recorder include microphone and stand, discs 
and needles which must be ordered separately. 



Frequency Response: Amplifiers, 30 to 15,000 
cycles: cutting heads, 50-8,000 cycles; Response 
in above ranges uniform within 2 db. Pickups, 
for checking purposes only, 70 to 7,500 cycles. 

Noise Level: Total of all electrical and mechanical 
noise, originating in equipment, over 45 db below 
maximum useful sound level reproduced from 
recordings. 

Impedances: Input to preampli tier, 50/200/500 
ohms. Input and output impedances of recording 
amplifier, 500 ohms. Cutters and pickups 500 
ohms. 
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Gain: Pre-amplifier, 55 db. Recording amplifier 
90 db. 

Power Output: Recording amplifier, 10 watts. 

Tube Complement: Preamplifier, 2 type 1221. 
Recording amplifier, 1st stage 2 type 1221, 2nd 
stage 2 type 6-C-5-G, 3rd stage 2 type 2A3 s 
PP, rectifier type 5Z3. Power for the 40-A pre- 
amplifier is supplied by the 85E amplifier chassis. 

Controls: Pre-amplifier panel has selector switch 
for using 50, 200 or 500 ohm microphone. Re- 
cording amplifier panel contains a selector switch 
for playing or recording from the radio, playing 
recordings, recording from the microphone or 
public address operation, a selector switch for 
changing the peak frequency of the equalizer, an 
equalizer slope control, master volume control, 
changeover switch for cutters and pickups, recep- 
tacles for connecting two turntables, preampli- 
fier and radio tuner, external speaker and monitor 
jacks and a power switch. 

Power Requirements: Type 6D turntables draw 60 
watts each and the 85E and 40-A preamplifier 
draw 120 watts total from a I 10 volt 60 cycle 
line. Available for 220 or 240 volts, 50 or 60 
cycles at no additional cost. 

Cutting Pitch: Standard feedscrews cut I 12 lines 
an inch, inside-out. Feedscrews for 96 or 120 lines 
an inch outside-in or inside-out substituted at pur- 
chaser's request. 

Speed Accuracy: Within .4% at both 78 and 33/3 
RPM. Regulation within a single revolution is 
accurate to .2%. 




TYPE 40-A PORTABLE PREAMPLIFIER 



Operating Dimensions and Weights: With cases 
closed, 6-D turntable measures 20/4"x20"x 1 5" 
(52x51x38 cm.), weighs 67 lbs. (30 kg.); 85E 
amplifier measures I 7"x I 3"x I 8/2" (43x33x47 

cm.), weighs 53 lbs. (24 kg.); 40-A preamplifier 
measures, I5"x8'xl0" (38x20x25 cm.), weighs 
18 lbs. (8 kg.). 

Finish: Carrying cases, black leatherette, metal 
parts black enamel with chromium trim. 

Shipping Dimensions and Weights: The 6-D table 
is packed for shipment in a case measuring 
36"x28"xl9" (92x71x48 cm.), weighing 95 lbs. 
(43 kg.). The 85-E amplifier is packed in a case 
measuring 30 "x22"x24 (76x56x61 cm.) weighing 
87 lbs. (39 kg.). The 40-A preamplifier is packed 
in a case measuring 27"x2l"xl2" (69x53x31 cm.), 
weighing 30 lbs. (14 kg.). 



TYPE 


DESCRIPTION 


PRICE 


CODE 


C-l 

C-2 


Complete recorder 
Complete recorder 


819.00 

$1,219.00 


CABBY 

CALEX 
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PRESTO MODEL “Y” 



RECORDER 




T -; PRESTO model Y recorder fills the need for a 
s -ranscription recording and playback equipment 
s extremely portable and yet capable of producing 
- g- g-ade recordings. If makes continuous 15 minute, 
RPM electrical transcriptions of sufficiently good 
: - - '• 'o be used by broadcasting stations. It also makes 
:: '- 1 recordings on 6", 8", 10" or 12" discs and may 
:e _=ed to cut I IV 2 -, l3'/z" and I7!A" master recordings 
which commercial pressings are produced. In addi- 
ns* to recording, the model Y gives excellent repro- 
CwCrion of both electrical transcriptions and phonograph 
■ecords and is widely used for auditioning recorded radio 
c-cg-ams to prospective sponsors. As a public address 
.:-e~ It will provide sound for audiences up to 500 
oersons. 

*— c'g the important features of the model Y recorder 

~s exclusive Presto rubber-rimmed-turntable driven 
c’-ectiy by a steel pulley on the motor shaft, a simple, 
~oc c'cof drive system that eliminates vibration and holds 



the turntable speed absolutely constant. Maintenance is 
negligible. There are only two moving parts which need 
replacement about once a year. 

2. A lever changes the turntable speed instantly without 
stopping the table or removing the record. 

3. A lever adjusts the cutting mechanism to cut either 
from the outside of the disc toward the center or from 
the center out. 

4. An off-center nipple in the turntable permits cutting 
an eccentric groove at the finish of the recordings to 
operate automatic record changers. 

5. A cam lever lowers the cutting head gently on the 
record preventing accidental damage to sapphire needles. 

6. A vibration damper attached to the cutting head sup- 
presses vertical modulation in the record groove and elim- 
inates variation in groove depth due to surface irregu- 
larities in the disc. The damper also eliminates flutter 
when the records are played with pickups having a reso- 
nant peak in the low frequency range. 
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7. The cutting arm may be unlocked from the feed mech- 
anism to cut spiral starting and runout grooves. 

8. A time scale on the cutting arm shows the starting 
point for each size record and elapsed recording time at 
both 78 and 3 3 '/a RPM. 

9. The cutting head feed mechanism is located beneath 
the turntable where it is protected from dust or acci- 
dental damage. The parts of this mechanism are hand 

SPECIFI 

Standard Equipment: The model Y-2 recorder consists of 
one 75-A recording turntable and one 87-A recording 
amplifier and loudspeaker. The model Y-4 recorder con- 
sists of one 75-A recording turntable and one 87-B record- 
ing amplifier. The 87-B amplifier is identical with the 87-A 
except that it includes input transformers for low imped- 
ance microphones. Accessories necessary to operate the 
recorder include microphones, stands, discs and needles 
which must be ordered separately. 

Frequency Response: Amplifier, adjusted for flat response, 
30 to 10,000 cycles. Turned to the right the treble con- 
trol produces a maximum peak of 17 db at 6,500 cycles. 
Turned to the left it acts as a scratch filter giving a 
maximum attenuation of 20 db at 5,000 cycles. The bass 
control produces a maximum peak of 20 db at 80 cycles. 
Cutting head response 50 to 8,000 cycles. Response in 
above ranges is uniform within 2 db. Pickup, tor check- 
ing purposes only, 70 to 7,500 cycles. 

Noise Level: Total of all electrical and mechanical noise, 
originating in equipment, over 45 db below maximum 
useful sound level reproduced from recordings. 

Tube Complement: First stage 2 type 6-S-J-7-'s, 2nd 
stage 6-N-7, 3rd and 4th stages 6-C-8-G's, power stage 
2-A-3's P.P., rectifier 5-Z-3. 

Impedances: Microphone inputs, 87-A amplifier, 100,000 
ohms; 87-B amplifier 50, 200 or 500 ohms as specified by 
purchaser. Line input jack 500 ohms. Amplifier output 8 
ohms. Pickup 500 ohms. Cutter 8 ohms. 

Gain: Amplifier, adjusted for flat response, 1 20 db. 

Power Output: Amplifier, 10 watts. 

Controls: Amplifier controls include two microphone input 



finished and fitted and its performance is equal in every 
way to the overhead lathe type mechanism commonly 
used. 

10. The recording amplifier includes a two microphone 
mixer, high and low frequency equalizers and a change- 
over switch for continuous recording or re-recording. The 
amplifier and loudspeaker fit together to carry in a single 
case. 

CATIONS 

gain controls, playback gain control and continuously 
variable treble and bass equalizer controls, a switch for 
changing instantly between cutting heads and pickups, 
(when two turntables are used) and a selector switch which 
connects the amplifier for recording, playback or public 
address operation. Amplifier panel also contains a volume 
indicator meter, telephone line input jack, monitor jack, 
two turntable receptacles, two microphone receptacles 
and a power switch. 

Loudspeaker: Ten inch, permanent magnet, dynamic with 
enclosed baffle. 

Speed Accuracy: Within .4% at both 78 and 33/3 RPM. 
Regulation within a single revolution is accurate to .2%. 
Cutting Pitch: 112 lines an inch, inside-out or outside-in 
permitting a full 15 minute recording on one side of a 
16” disc. 

Power Requirements: Standard equipment draws 180 
watts on a 110 volt, 60 cycle line. Available for 220/240 
volts or 50 cycles at $10 additional cost. 

Mounting: Re-inforced carrying cases covered in gray air- 
plane luggage cloth equipped with chromium plated locks 
and leather handles. Metal parts of recorder gray enamel 
with chromium trim. 

Operating Weights & Dimensions: Turntable case closed 
20'/2"xl I "xl9" (52x28x50 cm.). Weight 44 lbs. (20 kg.). 
Amplifier case closed 23'Z2 ,, xI2”x 20” (60x31x51 cm.). 
Weight 47 lbs. (2 1 kg.). 

Shipping Weights & Dimensions: Turntable, one case 
measuring 33"x25 , 'xl4'' (84x62x35 cm.), weighing 68 lbs. 
(31 kg.). Amplifier, one case measuring 35 l /2"x26”xl6 
(90x66x41 cm.), weight 78 lbs. (35 kg.) 



TYPE 


DESCRIPTION 


PRICE 


CODE 


Y-2 


Recorder 


$595.00 


YACHT 


Y-4 


Recorder 


625.00 


YACRE 



NOTE: Order should specify Amplifier Input Impedance 
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CCMPLETE portable recorder in a single 
' ' t. Exceptionally light and compact, the 
- : ce \ -ecorder is ideally suited to the needs of 
--r:-3-s of speech, music and dramatics, as well 
c-;-essional actors and musicians, who require 
- : -- jrnen t that can be carried easily and set 
-c *or operation in a few minutes' time. 



ting head, preventing accidental damage to 
sapphire needles, 4) a detachable, dynamic loud- 
speaker which may be operated at any desired 
distance from the recorder, 5) a cutter feed 
mechanism located beneath the turntable where 
it is not exposed to dust or accidental damage, 
and 6) the exclusive Presto rubber-tired turntable 



‘-e model K makes 6, 8, 10 and 12 inch records. driven direcH y b V a steel P ulle y on +he mo+or 

0=5 oack all types of phonograph records and shaft ' a drive s V s+em +ha+ elimina+es rubber idler 

:c 3 ' 2 *es as a voice amplifying system to serve wheels, rubber pulleys, belts and other parts sub- 

soc ences of about 500 persons. i ec *’ ra pid wear . 



- —ough it is the lowest priced complete Presto 
-ecc-cer it contains many valuable features of 
—e mere expensive instruments such as: I) a mag- 
"5- c cutting head and pickup, found only in high 
c-ece equipment, 2) a full sized, six tube amplifier 
c~ ess's, 3) a safety cam lever for lowering the cut- 



These features, not found in the average re- 
corder, greatly simplify the operation of the 
model K for non-technical users. They reduce 
operating costs by preventing the spoilage of 
discs and needles and help the user to obtain 
consistently high quality recordings. 
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SPECIFICATIONS 



Standard Equipment: The model K-6 recorder 
consists of a 12", single speed (78 RPM) record- 
ing turntable equipped with a magnetic cutting 
head, cutter feed mechanism, magnetic pickup, 
four stage recording amplifier and loudspeaker, 
mounted in a single carrying case, and a type 
T-22-X crystal microphone with adjustable floor 
stand. The model K-7 is identical except that the 
turntable operates at both 78 and 3 3’/3 RPM. 
Only accessories necessary to operate the re- 
corder are discs and needles which must be or- 
dered separately. 

Frequency Response: Amplifier, 50 to 8,000 
cycles; cutting head, 80 to 5,000 cycles; pickup. 
80 to 5,000 cycles. Response in above ranges 
uniform within 2 db. 

Noise Level: Total of all electrical and mechanical 
noise, originating in equipment, over 35 db below 
maximum useful sound level reproduced from 
recordings. 

Speed accuracy: Within .4%. Regulation within a 
single revolution is accurate to .2%. 

Gain: Amplifier, I 1 0 db. 

Power Output: Amplifier, 3 watts. 

Controls: Amplifier control panel contains a vol- 
ume indicator meter, tone control, dual volume 



control and switch for recording, playback and 
public address and a microphone receptacle. 
Turntable chassis contains jacks for connecting 
the loudspeaker, monitoring headphones and a 
radio set or external pickup. 

Tube Complement: First stage 6F5, second stage 
6SF5, third stage 6N7, fourth stage 2-45's P.P., 
rectifier I -80. 

Cutting Pitch: Feed mechanism cuts 100 lines an 
inch, inside-out or outside-in as specified by 
purchaser. 

Power Requirements: Standard equipment draws 
120 watts on a I 10 volt, 60 cycle line. Available 
for other voltages and frequencies at additional 
cost. See footnote. 

Finish: Carrying case is covered with gray air- 
plane cloth. Metal parts of recorder are finished 
in smooth gray enamel with lacquered brass trim. 

Operating Dimensions and Weight: With case 
closed I9 i / 2 "xI5I/ 2 "xI4" (50x39x36 cm.), weight 
46 lbs., (2 I kg.) 

Shipping Dimensions and Weight: The K-6 

recorder is packed for shipment in a single case 
measuring 32"x2l"xl7" (81x53x43 cm.) weighing 
59 lbs. (27 kg.). Accessories such as microphone, 
stand and discs, (if ordered), are shipped in sepa- 
rate cartons. 



MODEL 


DESCRIPTION 


PRICE 


CODE 


K-6 


Complete recorder 


$215.00 


KARIN 


K-7 


Complete recorder 


230.00 


KATOW 



NOTE: Add $10.00 to the price of the model K recorder for adapting equipment to operate on I 10 volts, 50 cycles; 
220 volts, 60 cycles; 220 volts, 50 cycles; or 240 volts 50 cycles. 
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PRESTO 8-A and 8-B RECORDING TURNTABLES 




A :: rC SION instrument embodying the finest mate- 
- : 3^a workmanship throughout, designed in col- 

: with engineers of the largest recording studios 

•: .:s a of the operating conveniences necessary 
::.ze consistent, high quality work. 

- : : • e'ghf and size in the turntable, turntable bear- 

nc — — Ing base and overhead mechanism serve to 

SPECIFI 

:"5*c = "d Equipment: The 8-A recorder consists of e 
.—sc a motor drive system and overhead cutting mech- 
_ — o-nied on a cast iron base equipped with shock- 
:-o:* — ountings. The 128-A cutting mechanism includes 
— — a -C high fidelity cutting head, 15-B spiralling feed- 
c'r« 2C-A time scale, 1 70-B vertical damper and 160-A 
:.-c— s-'c equalizer. Also included are the 125-A micro- 
::ce and 150-C pickup. Accessories necessary to oper- 
: *a — e 8-A table include recording amplifier, micro- 
c'C'-e ciscs and needles. The 8-B recorder consists of the 
: - c-assis mounted in the 4-A cabinet. 

~.-ntable: Cast iron, accurately machined and dynam- 
cj . balanced, weight 20 lbs., equipped with a hardened 
:-=e shaft which revolves on a single ball bearing at the 
rasa of a bronze shaft well. Provision is made for tighten- 
-g — e bearing to compensate for wear. 



keep this equipment in perfect operating condition over 
long periods without adjustment, a feature of primary 
importance in busy recording studios. 

The 8-A turntable records the widest frequency range 
with the lowest background noise obtainable on lateral 
recordings. It is particularly recommended to studios mak- 
ing master recordings for the production of commercial 
pressings. 

CATIONS 

Drive System: A heavy duty, self-starting synchronous 
motor applies power to the inside rim of the turntable 
through a steel pulley and two specially designed rubber 
idler wheels, one for 78 RPM and the other for 3 3'/3 RPM. 
The speed shift lever operates the motor switch and 
engage's the idler wheels. Provision is made for locking 
the speed shift lever in place. Adjustable stops regulate 
the pressure against the idler wheels. 

Mounting Base: Cast iron, weight 60 lbs., provided with 
four shockproof mountings to attenuate vibration from 
external sources. 

Cutting Mechanism: The 128-A cutter mechanism consists 
of a heavy machined guide bar which swings from a 
post mounted on the base. A flange which fits over the 
turntable shaft drives the feedscrew through a worm and 
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gear. The entire mechanism moves to a rest at the rear 
of the turntable when not in use. Provision is made for 
accurately adjusting the alignment of the cutting mechan- 
ism with the turntable and base. The spiralling attachment 
makes it possible to space grooves up to It." apart at 
convenient crank speeds. The time scale is foursided show- 
ing elapsed recording time at pitches of 96, 104, I 12 or 
120 lines an inch. 

Cutting Head Carriage: The cutting head is mounted on 
an apron, hinged to permit a rough adjustment of the 
cutting angle. This adjustment is locked by means of a 
thumbscrew. Fine adjustment of the cutting angle is made 
by the large thumbscrew at the top of the carriage. The 
cutting head may be swung outward to change cutting 
needles and replaced without disturbing the cutting angle. 
Levers are provided for lowering the cutting needle on 
the disc and for engaging the carriage with the feed 
screw. The vertical damper is mounted on a rocker arm 
beneath the carriage. Feedscrews can be changed quickly 
by loosening one thumbscrew. The depth of cut is adjusted 
by a counterbalance spring. 

Microscope: Magnification 40 power, area in focus, 7 
grooves, equipped with rigid cast iron mounting bracket, 
lamp and reflector. 

Frequency Response: Cutting head 50 to 8,000 cycles, 
pickup 70 to 7,500 cycles. 

Noise Level: Mechanical noise originating in equipment 
over 50 db below maximum useful sound level reproduced 
from recordings. 

Impedances: Cutting head 500 ohms, pickup 500 ohms. 

Cutting Pitch: Standard feedscrew cuts I 12 lines an inch 
inside-out. Feedscrews for 96, 104 or 120 lines an inch 
inside-out or outside-in substituted at purchaser's request. 

Speed Accuracy: Within .4% at both 78 and 33 'A RPM. 
Regulation within a single revolution accurate to .2%. 

Power Requirements: Turntable motor draws 100 watts 
from allO volt 60 cycle line. Available for 50 cycles or 
220 volts at no additional charge. 

Operating Clearances: 

Overall clearance necessary for operating 8-A chassis: 
W-27" x D-27" x H-18". (69 x 69 x 46 cm.). 

Mounting dimension of base: 20" x 20". (51 x 51 cm.). 

Operating clearances for 8-B table: H-53" x W-27" x 
D-27". (135 x 69 x 69 cm.). 

The 4-A cabinet mounts the turntable 44" (112 cm.) 
above floor level, suitable for operating from a stand- 
ing position. 



Finish: The 4-A cabinet is finished in smooth gray enamel. 
Metal parts of the 8-A equipment are finished in gray 
crackle enamel with chromium trim. 

Shipping Dimensions & Weight: The complete model 8-A 
is packed for shipment in two cases. No. I contains the 
cutting mechanism. Measures (32"x20"x 1 6'V2") (81x51x42 
cm.), weighs 20 lbs. (9 kg.). 

No. 2 contains the 8-A panel and turntable complete. 
Measures 3 1 "x26 l /2 , ’x 16" (79x67x41 cm.), weighs 130 lbs. 
(59 kg.). 

The 4-A cabinet is packed in one case. Measures 47"x29"x 
29" (119x74x74 cm.), weighs 70 lbs. (32 kg.). 




TYPE 


DESCRIPTION 


PRICE 


CODE 


8-A 


Recording turntable chassis 


$ 945.00 


ALLEX 


8-B 


Recording turntable & cabinet 


1,030.00 


ALBAB 
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PRESTO 6-D, 6-E and 6-F Recording Turntables 




O VER 1500 Presto 6-D recording turntables 
are now in operation in broadcasting sta- 
* cns and instantaneous recording studios. Al- 
" cugh it is lighter in construction and lacks some 
of the refinements of the more expensive turn- 
* 2 c es, it contains all of the basic equipment 
-ecessary to make recordings of excellent quality. 

soundness of its design is proven by years of 
satisfactory service. 



The turntable and mounting base of the 6-D re- 
corder are made of cast aluminum making it light 
enough for field service. It is equally satisfactory 
for permanent mounting in fixed installations. 

A pocket is provided in the I -A mounting case 
for carrying the cutting head and mounting, 
needles and spare parts. Provision is made for 
locking all parts in place during transportation. 



SPECIFICATIONS 



Standard Equipment: The 6-D recording turn- 
table consists of a turntable, motor drive system 
and overhead cutting mechanism mounted on a 
cast aluminum base. The I 1 6-E cutting mechan- 
ism includes the l-C high fidelity cutting head, 



32-B feedscrew, and 1 70-A vertical damper. 
These are mounted in the I -A carrying case. The 
6-E table is similar to the 6-D table except that 
it includes the 160-A automatic equalizer, I 5-B 
spiralling feedscrew and 20-B time scale. The 6-F 
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table is similar to the 6-E but includes only the 
slider unit for the automatic equalizer and is 
intended to be used as a second table with 
the 6-E. 

Turntable: Cast aluminum, accurately machined 
and dynamically balanced, weight 10 lbs. 
equipped with a hardened steel shaft which re- 
volves on a single ball bearing at the base of a 
bronze shaft well. 

Drive System: A self-starting, synchronous motor 
applies power at the inside rim of the turntable 
through a steel pulley and two rubber idler 
wheels, one for 78 RPM, the other for 33'/3 RPM. 
The speed shift lever operates the motor switch 
and engages the idler wheels. Adjustable stops 
regulate the pressure against the idler wheels. 
Mounting Base: Cast aluminum heavily ribbed to 
combine rigidity with light weight. 

Cutting Mechanism: The I 1 6-E cutter mechanism 
swings from a post mounted on the turntable 
base. A flange which fits over the turntable shaft 
drives the feedscrew through a worm and gear. 
The entire mechanism moves to a rest at one 
side of the turntable when not in use. Provision 
is made for accurately adjusting the alignment 
of the cutting mechanism with the turntable and 
base. The spiralling feedscrew, as furnished with 
the 6-E and F tables, makes it possible to space 
grooves up to V 2 " apart at convenient crank 
speeds. The time scale shows elapsed recording 
time at both 78 and 33'/3 RPM. 

Cutting Head Carriage: The cutting head is 
mounted on an apron, hinged for adjustment of 



the cutting angle. A lever is provided for lower- 
ing the cutting needle on the disc. A spring lever 
engages the feedscrew. The vertical damper is 
mounted beside the cutter carriage. The depth 
of cut is adjusted by a counterbalance spring. 
Feedscrews can be changed quickly by loosen- 
ing one thumbscrew. 

Frequency Response: Cutting head 50 to 8,000 
cycles, pickup 70 to 7,500 cycles. 

Noise Level: Mechanical noise originating in 
equipment over 45 db below maximum useful 
sound level reproduced from recordings. 
Impedances: Cutting head 500 ohms, pickup 500 
ohms. 

Cutting Pitch: Standard feedscrew cuts I 12 lines 
an inch inside-out. Feedscrews for 96, 104 or 120 
lines an inch inside-out or outside-in substituted 
at purchaser's request. 

Speed Accuracy: Within .4% at both 78 and 33'/3 
RPM. Regulation within a single revolution accu- 
rate to .2%. 

Power Requirements: Turntable motor draws 60 
watts from a I 10 volt 60 cycle line. Available for 
50 cycles or 220 volts at no additional charge. 
Operating Dimensions & Weight: With case 
closed the 6-D turntable measures 20 l /4"x20"x I 5" 
(52x5 1 x38 cm.), weighs 67 lbs. (30 kg.). 

Finish: Carrying case, black leatherette, metal 
parts black enamel with chromium trim. 
Shipping Dimensions & Weight: The table is 
packed for shipment in a case measuring 36"x 
28"xl9" (91x71x48 cm.), weighing 95 lbs. (43 kg.). 



TYPE 


DESCRIPTION 


PRICE 


CODE 


6-D 


Turntable 


$400.00 


DELVE 


6-E 


Turntable 


640.00 


DEM PS 


6-F 


Turntable 


555.00 


DEFTA 



NOTE: Deduct $25.00 from above prices if I -A carrying case is not required. 
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PRESTO 6-N Turntable 



-= Presto 6-N recording turntable is offered as a re- 
: i:e~ent unit for the Presto 6-D recording turntable 
-30 of which are now in operation in broadcasting 
:-s and instantaneous recording studios. It includes 
"e oasic equipment needed to make recordings of 
— ercial quality. 

= 6-N recorder is an improvement on the 6-D in the 
o-'ng respects: 

overhead cutting mechanism has been redesigned 
so that it is removable as a unit from the turntable 
5-d fits into a pocket inside the carrying case for 
safer transportation. 



2. The cutting head mounting has been redesigned so 
that the weight rests entirely on two slider bars. This 
facilitates changing feedscrews and gives more accu- 
rate groove spacing. 

3. Mechanical vibration is greatly reduced by the use of 
a heavier turntable base in which the turntable bear- 
ing and overhead cutting mechanism mounting are 
cast as an integral part preventing changes in align- 
ment with age or use. 

4. The speed shift lever has a locking arm which holds 
it firmly in place against the stop pin. 

5. The design of the overhead mechanism permits quick 
alignment of the mechanism with the turntable. 



S-andard Equipment: The 6-N recording turntable consists of a 
--“raC'e, motor drive system and overhead cutting mechanism 
_ :-"ed on a cast aluminum base. The I 1 6-N overhead cutting 
-e:-anism includes the l-C high fidelity cutting head, 15-B spiral- 



ling feed screw, the 170-A vertical damper and the 20-A time scale. 
Accessory equipment which may be added to the 6-N recorder if 
desired includes the 160-A automatic equalizer, the 125-A micro- 
scope and the l-B carrying case or 4-A wood mounting cabinet. 



Printed in U.S.A, 







Turntable: Cast aluminum accurately machined and dynamically 
balanced. Weight 10 lbs. Equipped with a hardened steel shaft 
which revolves on a single ball bearing at the' base of a bronze 
bushed shaft well. 

Drive System: A self-starting, synchronous motor applies power at 
the inside rim of the turntable through a steel pulley and two rubber 
idler wheels, one for 78 RPM, the other for 33'/ 3 RPM. The speed 
shift lever oporates the motor switch and engages the idler wheels. 
Adjustable stops regulate the pressure against the idler wheels. 

Mounting Base: Cast aluminum heavily ribbed for rigicfity. 10 lbs. 
heavier than base previously furnished with 6-D recorder. 

Cutting Mechanism: The II6-N cutter mechanism swings from a 
cast, bronze bushed bearing in the turntable base. A flange which 
fits over the turntable shaft drives the feed screw through a worm 
and gear. The entire mechanism moves to a rest at one side of 
the turntable when not in use. Provision is made for quick, accurate 
alignment of the cutting mechansm with the turntable and base. 
The spiralling feed screw makes it possible to space grooves up to 
72" apart at convenient crank speeds. A time scale shows the 
elapsed recording time at both 78 and 33'/ 3 RPM at cuttinq pitches 
of 96-104-112 and 120 lines an inch. 

Cutting Head Carriage: The cutting head is mounted on an apron, 
hinged for quick adjustment of the cutting angle. A cam lever is 
provided for lowering the cutting needle on the disc. A knob on 
the cutter carriage lowers the feed finger under spring tension on 
the feed screw. The vertical damper for eliminating rumble or flutter 
due to vertical modulation is mounted beside the cutter carriage. 
The depth of cut is adjusted by a counterbalance spring. Feed 
screws can be changed quickly by loosening one thumb screw. The 



driving gear on the feed screw is permanently mounted and en- 
gaged with the worm on the drive shaft so that it cannot be dam- 
aged when feed screws are changed. 

Frequency Response: Cutting head 50 to 8.000 cycles, pickup 70 
to 7.S00 cycles. 

Noise Level: Mechanical noise originating in equipment 50 DB below 
maximum useful sound level reproduced from recordings. 

Impedances: Cutting head 8 ohms or 500 ohms as ordered, pickup 
500 ohms. 

Cutting Pitch: Standard feed screw cuts I 12 lines an inch inside-out. 
Feed screws for 96, 104 or 120 lines an inch inside-out or outside-in 
substituted at purchaser's request. 

Speed Accuracy: Within .4% at both 78 and 3 3 */ 3 RPM, Regulation 
within a single revolution accurate to .2%. 

Power Requirements: Turntable motor draws 60 watts from a 1 10 volt 
60 cycle line. Available for 50 cycles or 220 volts at no 1 additional 
charge. 

Operating Dimensions and Weight: With case closed the 6-N turn- 
table measures 20 l /a" x 20" x 15" (52 x 51 x 38 cm.) weighs 77 lbs. 
(35 kg.) 

Finish: Carrying case, gray leatherette, cabinet two tone gray enam- 
el, metal parts gray enamel with chromium trim. 

Shipping Dimensions and Weight: The 6-N table is packed for ship- 
ment in a case measuring 36" x 28" x 19" (91 x 71 x 48 cm) weigh- 
ing 105 lbs. (47 kg.) 



TYPE 


DESCRIPTION 


PRICE 


CODE 


6-N 


Turntable chassis only 


$415.00 


DONOR 


6-N 


Turntable in l-B carrying case 


440.00 


DONEB 


6-N 


Turntable in 4-A cabinet 


500.00 


DOANE 
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PRESTO Type 75-A and 75-B Recording Turntables 



~ 6 dual speed recording turntable made. 
:--e-cec tor all services requiring a high grade 
; -e-cc-roer. .V dely used by broadcasting stations 
:z - "sws events for delayed broadcasts; 
- : zyrcacT recording installation for mobile pick- 



" : : a concerns, hospitals, scientific labora- 

- visual education departments of schools 
' conjunction with 16 mm sound-film pro- 
-ecc'o.ng and reproducing narrative comment, 
: and background music with locally produced 

"-"cable unit for installation in custom built 
— s aned for owners who wish to reproduce 
" 2 'tcriptions and to record complete operatic 
• - :-c-'c radio programs or educational broadcasts. 



TYPE 75-A RECORDING TURNTABLE 



- : zz. oment: The equipment consists of a 16" cast aluminum 

machined to dynamic balance, weighing 10 
: .«s on a single ball bearing at the base of a bronze 
f -eavy, live rubber tire on the rim of the turntable 

- s steel, step-pulley on the motor shaft to drive the 

- :-cr is suspended by rubber grommets in a carriage 
_-:.ed up or down by a lever to change the turntable' 

"rotor drive and turntable are mounted in a cast 
• . - :i \ Resigned to combine extreme rigidity with light 
- cutting mechanism consists of a fan gear, worm and 
" by a worm on the turntable shaft. The l-C high 

J ng head, 1 7 1 -A vertical damper, 21-A time scale and 
- s-e-al pickup are included as standard equipment. The 75-A 
: : : cunted in the 2A carrying case. The 75-B turntable is 
" .* i ne 3 A cabinet. Accessories necessary to operate the 

- -sz * include recording amplifier, microphone, discs and needles 
** c* -jst be ordered separately. 



' ! ” cy Response: Cutting head 50 to 8,000 cycles, pickup 70 to 

cycles. 



’/ - s 'el: Total of mechanical noise originating in equipment over 
** :: celow maximum useful sound level reproduced from the 

f-:-3 -gs. 



Accuracy: Within .4% at both 78 and 33'/j RPM. Regulation 
* — - a single revolution accurate to .2%. 

--dances: Cutting head 8 ohms, pickup 5,000 ohms. Cutting head 
_ recance changed to 15 or 500 ohms, pickup impedance to 200 or 
crms at purchaser’s request 

Amplifier Requirements: Maximum power level required for cuttinq 
plus 20 db, average gain required to raise pickup output to 
- do level. 30 db. (Ref. .006W). 

Cutting Pitch: 112 lines an inch, outside-in or inside-out by shifting 
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Power Requirements: Motor draws 60 watts on a 110 volt, 60 cycle 
me. Available for 1 10 volts— 50 cycles, 220/240 volts— 50 cycles or 
— 0 volts — 60 cycles, at no additional charge. 

Finish: lurntable, gray enamel with chromium trim, 2-A case gray 
airplane luggage cloth, 3-A cabinet two tone gray enamel with 
silver trim. 



TYPE 75-B RECORDING TURNTABLE 








Operating Dimensions & Weight: 75-A table, case closed II xl9 x 
20'/ 2 " (28x48x52 cm.) Weight 45 lbs. (20 kg.). 

75-B table, 37"x2 1 "x22 l / 2 " (94x53x57 cm.). 



Shipping Dimensions & Weight: 75-A table. 31 x24l/2 xl4 (79x62x 
26 cm.). Weight 74 lbs. (33 kg.). 

75-B table, 35"x29"x42" (89x74x107 cm.) Weight 85 lbs. (38 kg.). 



TYPE 


DESCRIPTION 


PRICE 


CODE 


75-A 


Turntable in 2-A carrying case 


$350.00 


YOLLE 


75-B 


Turntable in 3-A cabinet 


385.00 


YERBE 


75-C 


Unmounted turntable chassis 


325.00 


YACED 



NOTE: In ordering specify impedance required in cutting head and pickup. 

PRESTO Type 94 and 9-B Rerordinj* Turntables 



A PORTABLE 12" table for recording and reproducing 
6", 8", 10" and 12" records. Its exceptional steadi- 
ness, speed accuracy and lack of vibration make it an 
excellent table for re-recording purposes. Designed for 
recording the two speed model has ample power for play- 
ing 16" electrical transcriptions if equipped with a 16" 
pickup. It is recommended as a second turntable to be 
added to the model K recorder for continuous recording. 
The chassis can be installed in many standard radio sets 
in place of the ordinary turntable to provide both radio 
recording and playback facilities. 

SPECIFICATIONS 

Standard Equipment: Consists of a diecast aluminum turntable 
with heavy steel shaft which revolves on a single ball bearing at 
the base of the shaft well. A heavy live rubber tire on the rim 
of the turntable engages with a pulley on the motor shaft to drive 
the table. The motor is suspended on rubber grommets. A 
single lever operates the motor switch and engages the motor 
with the turntable. The cutting mechanism consists of a worm, 
gear and pinion driven by a worm on the turntable shaft. The 
table is equipped with a high grade magnetic cutting head and 
pickup. The 9-A table operates at 78 RPM only, the 9-B table 
at both 78 and 33'/3 RPM. Both are mounted in the 2-C carrying 
case. Accessories necessary to use the table include recording 
amplifier, microphone, discs and needles which must be ordered 
separately. 

Frequency Response: Cutting head and pickup 80 to 5,000 cycles. 
Noise Level: Minus 30 db. 

Speed Accuracy: Within .4% at both 78 and 33'/j RPM. Regula- 
tion within .2%. Speed is changed by removing pulley from 
motor shaft. 

Impedances: Cutting head 5 ohms, pickup 2,000 ohms. 

Amplifier Requirements: Power level required for cutting head 
plus 12 db Gain required produce 0 db level from pickup 30 db. 
(Ref. .006 W) . 

Cutting Pitch: 100 lines an inch inside-out or outside-in as specified 
by purchaser. 

Power Requirements: Motor draws 30 watts on a 110 volt 60 
cycle line. Available for 110 volts, 50 cycles at no additional 



Finish: Metal parts gray enamel with nickel trim. Case gray air 
plane luggage cloth. 

Dimensions and Weight: Operating dimensions, case closed. I5 ! / 4 'i 
14 x9'A" (38x36x23 cm.), weight 22>/ 2 lbs. (10 kg.). 

Shipping Dimensions: 32"x20'A"xl2" (81x51x30 cm.), weight 37', 2 
lbs. (17 kg.). 



TYPE. 


DESCRIPTION 


PRICE 


CODE 


9-A 


Turntab'e (78 RPM) 
mounted in 2-C case 


$120.00 


RIBER 


9-B 


Turntable (78 and 33'/3 
RPM) mounted in 2-C 
case 


1 35.00 


RAVOW 



charge. 
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T -r 62-A transcription turntable is designed 
•c r use by broadcasting stations, theatres, ad- 
T-sng agencies, schools — wherever it is de- 
-ec to obtain the finest possible reproduction 
-:gh quality electrical transcriptions and 
c-cnograph records. 

•e complete equipment includes a 16" dual 
:ceed turntable, lateral magnetic reproducer, 
:c~oensating network and scratch filter mounted 
■ 2 wood cabinet. 

-portant advantages of the 62-A table include: 

4 new type of compensating network which accurately 
ao:usts the frequency response of the reproducer to 
~3”h the five distinct recording characteristics used in 
making NBC (Orthacoustic), E.R.P.I. (World, A.M.P. 
Lateral), RCA (Standard, Langworth), Presto instantane- 
c.s recordings and commercial phonograph records. This 



feature enables the operator to adjust his equipment 
instantly to reproduce the full range of any make of 
lateral recording. 

2. The exclusive Presto rubber-tired turntable driven 
directly by the motor pulley, a drive system that elimi- 
nates gears, idler wheels, belts, flexible couplings and 
other parts subject to rapid wear. Mechanical vibration 
is negligible making the table suitable for playing both 
vertical and lateral transcriptions. Designed to meet the 
exacting requirements for a recording turntable, the 62-A 
table has more than sufficient power and speed stability 
for playing transcriptions. 

3. The reproducing head is designed so that the needle 
point is always in full view, making it simple to place the 
needle in the proper groove. The diamond reproducing 
needle is quickly removable and may be replaced with 
a steel needle when desired. The reproducer arm and 
mounting are designed to eliminate "flutter" and other 
undesirable low frequency modulation. 



: ' a 
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SPECIFICATIONS 



Standard Equipment: The complete 62-A transcription 
turntable includes the following parts and accessories: 
type 10-A turntable chassis mounted in 3-A cabinet, 
equipped with 1 5 1 -A lateral magnetic reproducer and 
compensating network, and 50 1 -A cut-off filter. Also a 
60 1 -A diamond reproducing needle, 502-A screwdriver, 
and 503-A spirit level. 

Frequency Response: Uniform within 2 db from 50 to 
9,000 cycles when reproducing standard makes of tran- 
scriptions. 

Noise Level: Total of all sound, originating in equipment, 
over 50 db below maximum useful sound level. 

Reproducing Needle: Diamond, hand lapped to fit stand- 
ard groove dimensions. Needle pressure 1% oz. 

Output Level: Amplification of 50 db is required to pro- 
duce a power output of .006 W when reproducing from 
standard frequency record. 

Output Impedance: Standard equipment is designed to 
work into impedance of 200 or 250 ohms. Type 505-A 
matching transformer required for 50 or 500 ohm input. 

Speed Regulation: Speed accuracy of .4% is maintained 
at both 78 and 33 V 3 RPM. Speed regulation within a 
single revolution is accurate to .2%. 

Controls: Combination speed change lever and motor 
switch. Five point selector switch for compensating net- 
work. Four point selector switch for scratch filter giving 
cut-off at 4000, 5500 or 7500 cycles. 

Power Requirements: Synchronous motor draws 50 watts 
from I 10 volt, 60 cycle line. Motors for other voltages and 
frequencies available at extra cost. 

Mounting: Heavy wood cabinet mounting turntable 33” 
above floor level, equipped with four adjustable feet for 
leveling table, finished in two tones of gray with silver 
trim. 



Operating Dimensions and Weight: Overall clearances re- 
quired for installation shown in Figures I -A and l-B. 

Shipping Dimensions and Weight: Packed for shipment in 
a case 27” x 25” x 40” (68 x 63 x 101 c.m.), weight 95 lbs., 
(43 kg.), and one carton measuring 25” x I I” x I I” (63 x 
28 x 28 c.m.), weight 10 lbs. (4.5 Kg.). 




i»‘- 

• Bt- 



Mounting Dimensions of 10-A Chassis 




TYPE 


DESCRIPTION 


PRICE 


CODE 


62-A 


Complete turntable 


$350.00 


DANCE 


10-A 


Chassis, only 


1 40.00 


TERSE 


1 5 1 -A 


Reproducer and compensator, less needle 


120.00 


TILES 


501 -A 


Scratch Filter 


25.00 


TALKS 


3-A 


Cabinet 


60.00 


TOMES 


601 -A 


Diamond Needle 


20.00 


NIGHT 


502-A 


Screwdriver 


1.00 


TRITE 


503-A 


Spirit Level 


1.00 


TUFTS 


505-A 


Matching Transformer 


15.00 


TABOR 



NOTE: — Add $10.00 to the price of the 62-A turntable or 10-A chassis for adapting equipment to operate on 220 
volts, 60 cycles; 220/240 volts, 50 cycles. 
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PRESTO Type 15T-A Pickup & Compensator, 50T-A Scratch Filter 




T HIS equipment forms a part of the Presto 62-A 
transcription turntable. The 15 1 -A pickup and com- 
pensator reproduce uniformly the entire frequency 
range recorded on the finest lateral transcriptions. The 
50 1 -A filter restricts the response when necessary for 
playing phonograph records and imperfect transcriptions. 

SPECIFI 

Mechanical: The pickup head is mounted on a specially 
formed arm designed to eliminate undesirable resonance 
and flutter . The arm pivots on a ball bearing mounting 
and is equipped with a fixed counterweight giving a 
needle pressure of I % oz. A heavy bracket is included for 
attaching the pickup to the turntable chassis. The pickup 
head is of the lateral magnetic type. The mechanical 
impedance of the armature is made extremely low to 
reduce wear on recordings. 

Frequency Response: Uniform within 2 db from 50 to 
9,000 cycles when reproducing from standard makes of 
transcriptions. 

Output Level: Amplification of 50 db is required to pro- 
duce a power output of .006 W when reproducing from 
a standard frequency record. 



TYPE 


DESCRIPTION 


1 5 1 -A 


Pickup and Compensator — lei 


501 -A 


Scratch Filter 


601 -A 


Diamond needle 


505-A 


Matching transformer 



Valuable features include: I) a reproducing head de- 
signed so that the needle point is always in full view, 2) 
removable diamond needle which can be replaced by a 
steel needle if desired, 3) a new type of compensating 
network which accurately adjusts the frequency response 
to give perfect reproduction of each make of lateral 
recording. 

CATIONS 

Impedance: Standard equipment is designed to work into 
an impedance of 200 or 250 ohms. Type 505-A matching 
transformer required for 50 or 500 ohm input. 

Reproducing Needle: Diamond, hand lapped to fit stand- 
ard groove dimensions, easily removable and may be re- 
placed with a steel needle if desired. 

Controls: Five point selector switch for compensating net- 
work. Four point selector switch for scratch filter givinq 
cut-off at 4,000: 5,500 or 7,500 cycles. 

Finish: Reproducer arm, gray crackle enamel, knobs and 
scales black enamel. 

Dimensions: Pickup arm 21" overall. Scale diameter 3". 
Shipping Weight: 1 5 1 -A pickup and compensator 25 lbs. 
(II kg.), 50 1 -A filter 10 lbs. (4.5 kg.), 505-A transformer 
10 lbs. (4.5 kg.). 



PRICE 


CODE 


$120.00 


TILES 


25.00 


TALKS 


20.00 


NIGHT 


15.00 


TABOR 
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PRESTO Type 1-C Cutting Head 



I * =3~ 3 RESTO offered the recording industry the 

— 9 'sad designed specifically for recording 

■ - :se 002 -ed discs. This head, designated as the 

- i -; -.oe -B made it possible for the first time to 
: - : --= -;- 2 "-aneous recordings that conformed with 
■-"* *='= 2 'ds for high fidelity broadcast transmission. 
- r- mcrovements made during three years of 
- i~z practical experience with the l-B head are 

cc— c'-ed in the new l-C cutting head. The sen- 
' b-sen increased so that the head operates at 

~ : - ~ 5 **’ciency at an input level of plus 20 db. The 

a -a -ecorded by the l-C head has been increased 
~ ■= “eoretical limit, making an improvement of 6 to 
- - c.ayback level and dynamic range. This gives 

■"''3 = ' mes the power output previously obtained 
'•a -ecords. The normal response range has been 
- from 6,500 cycles to 8,000 cycles and with 

~ ; 3c_a Izer circuits, it can be extended beyond 
r.oes. The harmonic distortion generated in the 
- *2 = 3 s so low that it forms a negligible percentage 
"i :*= distortion generated by the best reproducing 
: ; 3-3 needles. The flexibility of the response curve 

; “3 -C head makes it particularly well adapted for 
= ‘ 2 : 3-3 -g sound from discs to film and other applica- 
‘ -ere an unusual recorded frequency characteristic 
s ■epaired. 

'-3 -C cu-ting head is constructed of the most suitable 
- i*e- ; : -nroughout and the moving parts are machined 
- - -a-chmakers' precision. Each head is adjusted by 
~ : i-K3 individually calibrated. The frequency response, 




distortion and power sensitivity are determined by act- 
ually cutting a test record. 



With occasional remagnetizing and cleaning, for which 
there is no charge, the cutter may be expected to give 
years of satisfactory service. A nominal charge is made 
for converting existing l-B heads to include the im- 
provements in the l-C. 



SPECIFICATIONS 



-s-ruction: The armature moves against a knife edge 
: - -g and is damped and centered between the pole 

: 2 : 4 : by calibrated steel springs which are locked in ad- 
-• 3" at the factory. The magnet is made of a special 

- : selected for high permeability and long life. The 
' r ; cc which energizes the armature is wound on a 
■ -ed spool and impregnated to protect it from dust 
: c'srure. A rubber sheath around the needle hole re- 

— e accumulation of magnetic dust. Two mounting 
:-3- s are provided at the rear of the case. 

— equency Response: The response compensates accu- 
-2-4 , for the characteristics of Presto cellulose coated 
= scs when cut at 78 RPM giving a uniform response 
-3— 50 to 8,000 cycles. For performance at 33'/3 RPM 
:ee cage 1023. 

“'stortion: Less than 4% at 100 cycles, 1.5% above 1,000 
;.3es. Measurements taken from a fully modulated 
3-oove cut at a pitch of 96 lines an inch. 

Finish: Cover, gray enamel. 




Power Requirements: Completely modulates the groove 
at an input level of plus 16 db when cutting I 12 lines 
an inch, plus 20 db when cutting 96 lines an inch. 
(Ref. .006 W). 

Impedances: Available for 8, I 5 or 500 ohms. 

Mounting Dimensions: Shown in fig. 2. 

Shipping Weight: I lb. 



TYPE 


DESCRIPTION 


PRICE 


CODE 


l-C 


Lateral cutting head 


$125.00 


IBEXE 


801 -A 


Conversion l-B to l-C performance 


30.00 


CONTI 



NOTE: Order should specify impedance required. 



02 A 
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PRESTO Type 400 




T HE Presto 400-A Blower System eliminates one of 
the commonest hazards of instantaneous record- 
ing. It directs a tiny blast of air across the surface 
of the disc just behind the cutting head which throws 
the waste thread to the center of the disc and makes 
it impossible for the thread to become tangled under the 
cutting needle. At the same time the intense airstream 
removes every trace of lint or grit from the surface of 
the disc just before it passes under the cutting needle. 
This thorough cleaning prevents noisy spots in the record- 
ings and adds considerably to the life of sapphire cutting 
needles. 

The Presto blower system is decidedly better than the 
older vacuum systems because the airstream is kept away 
from the cutting needle where it cannot produce "air 
noise" in high fidelity recordings. 

The blower operates very quietly and can be used in 
the same room with the microphone if necessary. It is 
positive and reliable in operation, does not scratch the 
surface of the disc nor impose a load on the table which 
might cause speed variations. It may be expected to pay 
for itself in a short time by preventing spoilage of record- 



A Blower System 




ings and cutting needles. It can be attached to any 
Presto recorder without alteration. 

Standard Equipment: The type 400-A blower system 

consists of an electric motor direct coupled to a positive 
pressure air pump, mounted on live rubber grommets 
and enclosed in a perforated metal cabinet. It includes a 
six foot rubber hose with metal nozzle and brackets for 
mounting the hose and nozzle on any Presto recording 
turntable. The mounting of the nozzle is made adjustable 
to direct the airstream at the most efficient angle. 

Power Requirements: Motor, I 10 volt, 60 cycle, single 
phase, induction type, I /20th HP, 1725 RPM. Motors 
for 110 volts, 50 cycles available at extra charge. See 
price list. 

Finish: Cabinet, gray crackle enamel, nozzle and brack- 
ets, brushed nickel. 

Operating Dimensions and Weight: Pump enclosure 
10" x S'/z" x 6%" (26x14x17 cm.) weight 15 lbs. (7 kg.) 

Shipping Dimensions and Weight: One carton measuring 
II" x 7" x 8" (28 x 18 x 20 cm.) weighing 18 lbs. (8 kg.). 



TYPE 


DESCRIPTION 


PRICE 


CODE 


400-A 


Blower system for 75-A, 75-B or 75-C 
tables (model Y recorder.) 


$75.00 


AIREY 


400- B 


Blower system for 6-C, or 6-D or 26-B 
tables (models B & C recorders). 


75.00 


AURED 


400-C 


Blower system for 8-A, 8-B or 28-A 
tables, (Model A recorder.) 


75.00 


ALLER 


810-A 


Transfer valve, hoses and extra nozzle 
and bracket for using blower with 
alternate tables. 


25.00 


AFTER 



NOTE: Blower for operation on I 10 volts 25 cycles, $25.00 extra, I 10 volts 50 cycles 
$ 1 0.00 extra. 
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PRESTO AMPLIFIER EQUIPMENT 



• 85- A, B & E RECORDING AMPLIFIERS 

7— = *5'; form a part of the Presto Models A, 

: — -aro'oers. The fundamental amplifier circuit 

“ 7 - - = ' each type. It consists of three stages of 
i_ - " ca~ on and a built-in power supply which 
: e-- t=c 2 city to provide power to the 40-A and 
: 'e-s and plate power for the 50-A and B 

t-- ;::e-oy and the use of the highest quality parts 
~ 2 «= the noise level and harmonic distortion 

- :"2 • :w. The power stage and output trans- 
-T- a-e designed specifically to match the load 
: : ' : ' 1CS of the Presto l-C cutting head. The per- 
~ : : - o* ”e l-C cutting head is guaranteed only if 

- : : :c — o nation with one of these amplifiers. 

:: : amplifier is designed to mount in a standard 
and connections are brought out to a terminal 
' r ear of the chassis. The 85-A portable model 
a- 8’ monitor loud speaker and receptacles 
“a ca-e for connecting two turntables, a pream- 
i*c r aoio tuner. The 85-E is identical with the 
- : =o* that it includes a manually operated high 
' : equalizer for 33'/3 RPM recording. 

.ency Response: Flat from 30 to 15,000 cycles. 

9C ab. 

':-r- Output: 10 watts. 

-=«arces: Input and output, 500 ohms. 

;n: Less than 1% at maximum level required for 
- z.— rg head. 

wC ob: ■.'aster volume control, selector switch for pub- 
: ;z dress microphone recording, play-back, radio re- 
-g and radio playing, switch for changing to either 
'soles for continuous recording. Type 85-E has 
; z: - on a switch for selecting the peak frequency of 
i eo-s zer and a potentiometer for controlling the 
or equalization. 

".=■= Compiement: 1st stage two 1 22 1 s: 2nd stage two 
: s sta 9® two 2A3's push-pull: rectifier 

-:-er Requirements: Draws 120 wafts on I 10 volt 50/60 
Available for 25 cycle supply at $25.00 

~- ; sh: Case, black leatherette: panel, black enamel. 
Coerating Dimensions & Weight: 85-A and E ampli- 

- j's case closed, I 7”x I 3"x 1 8'/z" (43x33x47 cm.) Weight 
V_ ° 3 - (24 kg.) 85-B panel measures IO'/2"xl9", 

- (48 cm.). 

Snipping Dimensions & Weight: 30"x22"x24" (76x56x61 
=“• • Weight 87 lbs. (39 kg.). 



TYPE 


DESCRIPTION 


PRICE 


CODE 


85-A 

85-E 

85-B 


Portable recording amplifier 
Portable recording amplifier 
Rack mounting amplifier 


$250.00 

325.00 

250.00 


RECAM 

REQUA 

RACER 




Type 85-E — Portable Amplifier 



Type 85-B — Amplifier 



Type 130-B — Microphone Mixer 



TYPE 130-A, B & C MICROPHONE MIXERS 



Contain, two, three or four ladder type controls giving 
an attenuation of 0 to 45 db. in steps of \ [ h db. and 
cutoff. Each mixer presents a constant impedance of 500 
ohms to- the amplifier input. High grade arm and con- 
tact assemblies assure noiseless operation. 

Designed for connection between Presto preamplifiers 
and recording amplifier. Mounted on 3'/2"xl9" relay 
rack panels. 

Shipping Weight: 15 lbs (7 kg.). 



TYPE 


DESCRIPTION 


PRICE 


CODE 


130-A 


2 Channel Mixer 


$100.00 


RAALE 


130-B 


3 Channel Mixer 


1 50.00 


RABEL 


130-C 


4 Channel Mixer 


230.00 


RACIT 
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Presto Type 50-A and 50-B Radio Tuners 



T HE ordinary radio receiver is totally unsuited for 
making off-the-air recordings because the tuning cir- 
cuits cut off the side bands, attenuating the high fre- 
quencies. The Presto radio tuner consists of three stages 
of band-pass radio frequency amplification adjusted to 
produce a fiat-top response characteristic passing side 
bands up to 8,000 cycles without serious attenuation. A 
sharp cut-off thereafter provides adequate selectivity. 
The tuner enables the user to make off-the-air recordings 
comparable in quality with studio recordings and is re- 
commended for all studios making 'aircheck recordings 
for advertising agencies and radio artists. The 50-A 
tuner is mounted in a metal cabinet, the 50-B on a relay 
rack panel. 

Frequency Response: At 1 ,000 kc. 50 to 8,000 cycles. 

Impedance: Output 500 ohms. 

Output Level: Average 0 db. (.006W.). 

Selectivity: At 1,000 kc. minus 5 db. at 18 kc. limits. 

Controls: Illuminated tuning dial, volume control and 
power switch. 

Tube Complement: 1st, 2nd and 3rd RF stages 6-D-6 s; 
detector, audio stage and AVC, 76's. 

Power Requirements: Chassis contains filament trans- 
former operating from 110 volts 50/60 cycle supply. 
Plate power is supplied by the 85-amplifier chassis. 

Finish: Black or gray enamel as specified by purchaser. 




Operating Dimensions: 

50-A and 50-B Tuners — I9 "xI0'/2"xI 0" (48x26x25 cm.). 

Shipping Dimensions & Weight: Packed in one case 
measuring 29"x 1 4"x 1 3” (74x36x33 cm.), weighing 50 lbs. 
(23 kg.). 



TYPE 


DESCRIPTION 


PRICE 


CODE 


50-A 

50-B 


Radio tuner in metal cabinet 
Rack mounting radio tuner 


$130.00 

115.00 


RATHE 

RATOB 



TYPE 40-A AND B PREAMPLIFIERS 

These preamplifiers are intended for use with Presto re- 
cording amplifiers. They are similar to the recording am- 
plifier in appearance and have the same frequency 
response. The 40-B amplifier is mounted on a relay rack 
panel. The 40-A amplifier is mounted in a carrying case 
and contains a switch for changing the input impedance 
to use a 50, 200 or 500 ohm microphone. 

Gain: 55 db. 

Tube Complement: Two 1 22 I s. 

Impedance: Input 50/200/500 ohms. Ouput 500 ohms. 

Operating Dimensions & Weight: Type 40-A case closeo 
1 5"x8"xl0" (38x20x25 cm.). Weight 18 lbs. (8 kg.). 
Type 40-B I9"x5 i A"x8" (48x13x20 cm.). 10 lbs. (5 kg.). 

Shipping Weight: 30 lbs. (14 kg.). 




TYPE 


DESCRIPTION 


PRICE 


CODE 


40-A 

40-B 


Portable preamplifier 
Rack mounting preamplifier 


$94.00 

84.00 


RAMPE 

RABIT 
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Presto Type 160-A and 160-B Automatic Equalizers 




=r esto automatic equalizer provides the only prac- 
' ;; means for keeping the response of 33'h RPM 

~gs uniform throughout. With close supervision a 
^ operator can produce similar results by manual 
: - - ’-*"on but this is seldom possible in a busy recording 
:*-3'o or broadcasting station. For this reason the Presto 
i--:~atic equalizer is used in practically all studios that 
: :;.ce high quality electrical transcriptions. 

-ecording at 33‘/3 RPM there is a progressive attenua- 



tion of the higher frequencies as the radius of the groove 
becomes smaller, because the linear speed of the record 
past the needle becomes slower. 

These losses can only be compensated for by artificially 
increasing the amplitude of the higher frequencies while 
recording. The Presto automatic equalizer holds the input 
to the cutting head at a constant level and at the same 
time continuously alters the frequency response of the 
amplifier to correct for the attenuation which occurs on 
playback. 




Printed in U.S.A. 







SPECIFICATIONS 



Standard Equipment: The 160-A Equalizer consists of a 
control box containing a tuned circuit adjustable to peals 
the amplifier response at 4,000, 6,000, 8,000 or 10,000 
cycles and a slider unit which attaches to the cutter feed 
mechanism. The sliding contacts move with the cutting 
head adjusting a resistance network to alter the fre- 
quency response curve of the amplifier to compensate 
for the high frequency attenuation at various groove 
radii and at the same time to hold the input to the cut- 
ting head at a constant level. The 160-B equalizer con- 
sists of one control box and two slider units for use with 
dual turntable installations. 

Frequency Response: Used with the Presto l-C cutter, 
the frequency response of 3 3'/3 RPM recordings can be 
made uniform within 2db up to 6,000 cycles at groove 
radii between 3'/z" and 4'/2". The full response range of 
the cutting head (50 to 8,000 cycles) can be reproduced 
at a groove radius of S'h" or more. 



Impedance: Designed to be connected across a 500 ohm 
line. 

Insertion Loss: At 3'/t" radius, 20 db. at Vh" radius, 3 db. 

Controls: Four point switch for selecting the peak fre- 
quency, switch for changing instantly to either of two 
slider arms for continuous recording, toggle switch for 
radio or microphone recording. Receptacles are pro- 
vided for connecting the slider arms to the control box 
and 50-A radio tuner, and binding posts for connecting 
to the 40-A preamplifier. 

Mounting: Brackets are available for mounting the equal- 
izer on the 6-D or 8-A turntable. The type of bracket 
required should be specified when ordering. Control box 
equipment is mounted on a relay rack panel for perman- 
ent installations. 

Shipping Dimensions and Weight: Shipped in one carton 
measuring I2"xl6"xl4", (30x41x35 cm.), weighing 15 lbs. 
7 kg. 



TYPE 


DESCRIPTION 


PRICE 


CODE 


160-A 


Automatic equalizer 


$195.00 


ACERT 


160-B 


Automatic equalizer 


305.00 


ADELT 



Presto Type T25-A Microscope 

A LL experienced recording engineers make a test cut 
* * before recording. They examine the cut under a 
microscope to determine the condition of the cutting 
needle and disc and to judge the depth and quality of 
the record groove. 

The 125-A microscope gives a magnification of 40 times 
and shows 7 grooves in perfect focus. It shows clearly 
the defects in a groove caused by an imperfect cutting 
needle and magnifies the groove and wall enough to en- 
able the user to judge quickly the ratio of groove to wall 
width. The 125-A microscope is furnished complete with 
a heavy cast iron extension bracket, mounting post, lamp, 
reflector and step down transformer. It can be installed 
on any 16" Presto recording turntable. 

Shipping Weight: 10 lbs. (4.5 kg.). 

PRESTO RECORD 




TYPE 


DESCRIPTION 


PRICE 


CODE 


125-A 


Microscope 


$120.00 


MICRO 



NG CORPORATION 



NEW YORK, U . S . A . 
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Presto Type 874 and 87-B Recording Amplifiers 




T -ESE amplifiers form a part of the Presto models F and 
V recorders. Their design includes all of the facilities 
-ecessary for making and reproducing high quality record- 
-?s outside of the studio. The carrying case is con- 
• ently portable and is divided diagonally to mount 
'■5 amplifier in one side and a full size dynamic loud- 

SPECIF! 

: squ»ncy Response: Amplifier, adjusted for flat response, 30 to 
- j.j cycles. Turned to the right the treble control produces a 
peak of 17 db at 6,500 cycles. Turned to the left it acts 
: scratch filter giving a maximum attenuation of 20 db at 
: V. 0 cycles. The bass control produces a maximum peak of 20 
: z s' 80 cycles, 

Sain: Adjusted for flat response, 120 db. 

Power Output: 10 watts. 

Distortion: Less than 1% at maximum level required for cutting 
-ead. 

impedances: The 87-A amplifier, microphone inputs 100,000 ohms, 
-me input jack, 500 ohms, output, 8 ohms. The 87-B amplifier, 

- : f ophone inputs, 50, 200 or 500 ohms, as specified by purchaser, 

-e irput jack, 500 ohms, output, 8 ohms. 

Controls: Two microphone input gain controls, playback gain con* 

— c! and continuously variable treble and bass equalizer controls, 

= switch for changing instantly between cutting heads and pickups 
-en two turntables are used) and a selector switch which con- 



speaker in the other. Used in conjunction with a suitable 
microphone this unit also forms an excellent portable 
sound amplifying system for serving audiences up to 500 
persons. The 87-A amplifier is designed for use with 
high impedance microphones. The 87-B amplifier con- 
tains input transformers for use with low impedance 
microphones. 

ATIONS 

nects the amplifier for recording, playback or public address 
operation. Amplifier panel also contains a volume indicator meter, 
telephone line input jack, monitor jack, two turntable receptacles, 
two microphone receptacles, and a power switch. 

Tube Complement: First stage 2 type 6-S-J-7’s, second stage, 
6-N-7, third and fourth stages, 6-C-8-G's, power stage 2-A-3's P.P. 
rectifier type 5Z3. 

Power Requirements: Draws 120 watts on a 110 volt 50/60 cycle 
line. Available for 220/240 volts at no additional cost. 

Loud Speaker: 10". permanent magnet, dynamic with enclosed 
baffle. 

Mounting: Reinforced carrying case covered in airplane luggage 
cloth, equipped with chromium plated locks and leather handles. 
Panel, gxay enamel. 

Operating Dimensions and Weight: Amplifier, case closed 23 l /2"x 
I2"x20" (60x31x51 cm.). Weight 47 lbs. (21 kg.). 

Shipping Dimensions and Weight: One case measuring 35 l /2"x26"x 
16" (90x66x41 cm.). Weight 78 lbs. (35 kg.). 



TYPE 


DESCRIPTION 


PRICE 


CODE 


87-A 


Recording Amplifier 


$245.00 


RUBER 


87-B 


Recording Amplifier 


275.00 


RUTAL 



103 1 -A 
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PRESTO TYPE 175-A TELEPHONE PICKUP COIL 



300-A EQUIPMENT ON MODEL "K" RECORDER 



MICROPHONES FOR USE WITH PRESTO RECORDER 

microphones 
High grade 
recommended for 
' : microphone is 
j speech since a velocity micro- 
tends to deepen the pitch of the voice if the 
too close to the microphone. Either a velocity 
phone may be used to record music. 
_ r of musical instruments or voices is to 
be recorded, His always best to obtain a proper balance 
bv careful placement of the microphone rather than by 
using a number of microphones. Where the sources ot 
sound are widely separated, two or more microphones 
must be used. The uses of uni-directional or bi-direct.ona! 
microphones can best be understood by studying the 
manufacturer's literature. Only the highest quality 
microphones will enable the user to realize the full 
capabilities of the Presto recording equipment. Our en- 
rlona r+mfint will be alad to recommend micro- 



Except in the case of the model K, no 
are included with Presto recorders, 
dynamic or velocity microphones are 
use with the other models. A dynamic 
preferable for recording 
phone f 
speaker is 
or dynamic micro| 

Where a group 



The type 300-A re-recording equipment consists of an 
auxiliary turntable, which mounts on top of the record- 
ing turntable and an external pickup mounted on a 
pedestal. For re-recording or dubbing the 300-A equip- 
ment has several important advantages over a separately 
driven turntable, i) The rotation of the recording and 
playing turntables is locked together so that the playing 
time and pitch of the duplicate record are identical with 
the original. 2) No wows or wavers can be introduced 
during the re-recording since any variation in speed will 
occur simultaneously on both tables. 3) It is less ex- 



PRESTO RECORDING CORPORATION 



TYPE 


DESCRIPTION 


PRICE 


CODE 


300-A 


Complete re-recording equipment 


$60.00 


RUBAB 


140-A 


Turntable, only 


20.00 


RUCEL 


141 -A 


Pickup, only 


35.00 


RUFFE 


142-A 


Pickup Pedestal, only 


5.00 


RUTAR 



TYPE 


DESCRIPTION 


PRICE 


CODE 


175-A 


Pickup coil with 20' cord and plug 


$15.00 


TELEC 



1 032- A 





PRESTO FEED SCREWS 




C - '--LILLY cut and ground from stainless 
s-eel, Presto feed screws space the record 
g-cc.-es with microscopic accuracy. The threads 
are cj”ressed to maintain positive pressure 
ica nst the finger in the cutting head carriage 
anc *cr this reason the screws cut in one direc- 
• only. Both the standard and spiralling feed 
s can be quickly removed from the cutting 
~»echanism by loosening one thumbscrew. The 
:c -a Ing feed screw enables the operator to cut 
ze.y spaced starting and runout grooves and 
fcace individual selections and announcements 
C" a disc without disturbing the continuity of 
”5 groove. 

Sapping weight: 2 lbs. (.9 kg.). 



TYPE 


DESCRIPTION 


PRICE 


CODE 


32-A 


Standard feed screw, 96 lines 
an inch 


$22.50 


SARAF 


32-B 


Standard feed screw, 112 lines 
an inch 


22.50 


SABER 


32-C 


Standard feed screw, 120 lines 
an inch 


22.50 


SACOR 


15- A 


Spiralling feed screw, 96 lines 
an inch 


52.50 


SPARL 


IS-B 


Spiralling feed screw, 1 12 lines 
an inch 


52.50 


SPERB 


15-C 


Spiralling feed screw, 120 lines 
an inch 


52.50 


SPICE 


805-A 


Conversion of standard feed 
screw to spiralling feed screw, 
includes furnishing rachet and 
crank 


30.00 


STARP 


805-B 


Conversion of standard feed 
screw for use with spiralling 
rachet and crank 


3.00 

1 


STEFT 



NOTE: — In ordering feed screws, add "IO" or "Ol" to type num- 
ber to designate whether for cutting inside-out or outside-in. 



PRESTO TIME SCALES 



A IME scale is a convenient attachment for any rec- 
ording turntable. It shows the starting point for the 
c.— ing needle on each size of disc and the elapsed rec- 
o-oing time at both 78 and 33*/3 RPM. The 20-A time 
scale is designed for use with the 8-A turntable. It is 
•our-sided and may be rotated for use with 96, 104, 112 
or 120 line feed screws. The 20-B time scale, designed for 
the 6-D table, is single faced and can be furnished for 
any feed screw pitch. The 2 1 -A time scale is designed 
‘or the 75-A table. All Presto time scales may be at- 
tached by the owner. 

Shipping weight: I lb. (.45 kg.). 




20-A Time Scale 



TYPE 


DESCRIPTION 


PRICE 


CODE 


20-A 


Time scale with mounting brackets 


$15.00 


SCORP 


20-B 


Time scale with mounting brackets 


10.00 


SCADE 


2 l-A 


Time scale, no brackets required 


5.00 


SCRYP 



1025-A 
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PRESTO 




170-A Damper on 6 -D table 



VERTICAL 




170-B Damper on 8 -A table 



DAMPERS 




I7I-A Damper on 75-A table 



T HE Presto vertical clamper eliminates flutter and distor- 
tion due to vertical modulation in the record groove. It 
is an essential attachment for making instantaneous rec- 
ordings to be played on high fidelity reproducing equip- 
ment and is now furnished with all Presto 16 recording 
turntables. The 170-A and 170-B dampers consist of a 
liquid dashpot and plunger attached to the cutting head 
and carriage which prevent any appreciable vertical 
motion of the cutting head at audible frequencies. The 
1 7 1 -A damper performs the same service but is of the 
inertia type which does not require a liquid and is there- 



fore more suitable for use with a portable turntable. 
Price quotations include cam lever and the cost of attach- 
ing the 170-A and 170-B dampers at the factory if the 
cutting head carriage is sent in transportation prepaid. 
The 1 7 1 -A damper may be easily attached by the owner. 

Shipping Weight: I lb. (.45 kg.). 



TYPE 


DESCRIPTION 


PRICE 


CODE 


170-A 


Vertical damper for 6 -D table 


$15.00 


VERTE 


170-B 


Vertical damper for 8 -A table 


15.00 


VIBAR 


1 7 1 -A 


Vertical damper for 75-A table 


15.00 


VEYNE 



NOTE: — Prices include liquid required for dashpot. 



PRESTO REPLACEMENT PARTS 



TYPE 


DESCRIPTION 


PRICE 


CODE 


TYPE 


DESCRIPTION 


PRICE 


CODE | 


5- A 


Cutting head for model K 


$25.00 


BABOT 


I3I-D 


Spring, counterbalance, for 
model K 

Motor for 8 -A table 


.15 


BAQUE 


1 02 - E 


recorder 

Idler wheel, 78 RPM, for 6 -D 


7.50 


BACEL 


145- A 


49.00 


BARRE 


table 






146-A 


Motor for 6 -D table 


49.00 


BASTA 


103-E 


Idler wheel, 33 i /3 RPM, for 6 -D 


7.50 


BADIM 


147- A 


Motor for 75-A and 62-A 


35.00 


BATHE 




table 




BAFAR 




tables 






104- A 


Idler wheel, 78 RPM, for 8 -A 


7.50 


148-A 


Motor for model K recorder 


20.00 


BAUVE 


105-A 


table 

Idler wheel, 33 f /3 RPM, for 8 -A 


7.50 


BAGET 


150-C 

150-D 

150-E 

220-A 


Pickup for 8 -A, 6 -D tables 
Pickup for model K recorder 


45.00 

15.00 


BAVLA 

8AWLO 


1 16-E 


table 

Overhead feed mechanism (p. 
101 5- A) 

Rubber tire for 75-A table 


175.00 


BAILE 


Pickup for 75-A 

Grommet motor mounting, Set 


35.00 

.50 


BAWK' 

BAXXE 


127-A 


4.00 


BAJRE 


230-A 


Pulley, motor drive, for 8 -A 


6.50 


BAYER 


127-B 


Rubber tire for model K re- 


2.00 


BAKER 


table 






corder 




BALLY 


230-B 


Pulley, motor drive, for 6 -D 


6.50 


BAZLU 


128-A 


Overhead feed mechanism (p. 


350.00 


table 






1 3 1 -A 


I0I3-A) 

Spring, counterbalance, for 8 -A 


.10 


BAMPF 


230-C 


Pulley, motor drive, for 75-A 
table 


4.50 


BEATH 


I3I-B 


table 

Spring, counterbalance, for 6 -D 


.10 


BANTE 


230-D 


Pulley, motor drive, for 62-A 
table 


4.50 


BE3BO 


I3I-C 


table 

Spring, counterbalance, for 75-A 


.15 


BAPPY 


231-A 


Pulley, motor drive, for model 

K 


1.75 


BECC*> 
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